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The  Bureau  of  Standards  receives  frequent  requests  for  ad- 
vice on  subjects  relating  to  insulation  of  dwelling’s,  and  heat- 
ing and  ventilation. 


The  Bureau's  work  in  this  field  has  been  confined  to  in- 
vestigations designed  to  establish  fundamental  data*  No  publica- 
tions on  the  subject  are  as  yet  available  for  distribution,  and 
the  Bureau  has  no  means  for  providing  general  information  by 
correspondence  on  problems  in  this  field.  The  following  list  of 
books  has  been  compiled  for  the  purpose  of  enabling  those  inter- 
ested to  refer  to  the  information  which  is  available.  The 
books  at  the  head  of  the  list  are  technical,  those  at  the  end, 
are  less  so.  These  books  may  be  available  in  libraries  or  may  be 
obtainable  through  local  book  stores. 

Heating  and  Ventilation,  by  J.  R.  Allen  and  J.  H. 

Walker;  MoGrav-Hill  Book  Co.,  New  York,  (4th  edition) 
1933;  333  pages. 

Mechanical  Equipment  of  Buildings,  by  L.  A.  Harding 
and  A.  C«  -7j Hard;  Vol.  1 Heating  and  Ventilation; 

J.  Wiley  and  Sons,  New  York,  1916;  SIR  pages. 

Elements  of  Heating  and  Ventilation,  by  A.  M.  Greene; 

J.  Wiley  A Sons,  New  York,  1913;  334  pages. 

Handbook  for  Heating  and  Ventilating  Engineers,  by  J.  D. 

Hoffman;  McGraw-Hill  Book  Co.,  New  York , (4th 
edition)  1930;  478  cages. 

Mechanics  of  Heating  and  Ventilating,  by  Konrad  Meier; 
McGraw-Hill  Book  Go.,  New  York,  1913, 

Calculations  in  Heating  and  Ventilation,  by  G.  S. 

Coleman;  Longmans,  Green  A Co.;  355  pages. 

Practical  Steam  and  Hot  Water  Heating,  by  Alfred  G. 

Ying;  Norman  7.  Henley  Publishing  Co. , New  York, 

1913;  403  p^ges. 

Plain  Answers  to  Direct  (questions  on  Steam,  Hot  ‘later, 

Vapor  and  Vacuum  Keating,  by  Alfred  G.  king; 

Norman  7.  Henley  Publishing  Co.,  New  York; 
nearly  300  pages. 

House  Heating  by  Steam  and  Water,  by  Obas.  B.  Thompson; 

The  Plumbers  Trade  Journal  Publishing  Co. , New  York, 

1907;  365  pages. 

Chapters  on  heating  and  Ventilating  are  also  included  in 
some  of  the  handbooks  for  engineers. 
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